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measure of vitamine content but that if it can be made quantita-
tive its advantages are so great that it is very much worth while
to continue work upon it until it is certain that it cannot be made
to produce the desired result.
. Another reason for our attention to this test is that if it can be
made to show vitamine effect it provides an excellent medium for
investigation of vitamine "B" reactions, and a method for study-
ing the effect of the vitamine upon the protoplasm of a single
cell.